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There follows a list of equipment and machinery desired as imports bv 
Rumania 3 47 

P units - Power drilling rigs Clark: Ideco P.R. - 1,000 C. Composite 

catalog - 2563, inclusive, drawworks transmissions* 

“h 3 ® 1 ,. Tf ineSs Clark Ideco triplex pumps and 
Ideco 23 xnch rotary table,, 

4 "0 nnits - Spare General Motors engines for above rigs 325 hp» 

20 vx&ts - Different sizes General Motors engines from 98 to 250 hp. 

200 tom different sizes AaF.I. Grade N»80 or grade J.55 casing* 


18 inch 9 m/m H4O 

16 inch - 9 m/m 120 

12 inch 11 m/m 600 

13 3/8 inch 8o38 m/m 200 

9.65 m/m. 100 

10.92 m/ni 150 

11 3/h inch 9.52. m/m 200 

11. 08 m/m 60 

V2/U2 m/m 80 

9 5/8 inch 8.91* m/m 200 

11.05 m/m 500 

12 m/m 250 

8 5/8 inch 8.9 m/m pbo 

10.16 m/m 850 

10* 79 m/m 250 

12.5? m/m 320 

7 inch 6.9 m/m 300 

8.1*3 m/m 500 

9.19 m/m 

10. ?a m/m 500 

7 inch - 16 inch casing 
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30 * 000 It# 0c D. Drill pipe internal upset Grade I 

30*000 m« 5 9/16 inch O.D. all together with tool joints 
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10 units 
50 ual ts 
;>0 uni ts 
50 units 
10 units 
SOG units 

SO units 
20 units 

5 units 
5 units 

5 unite 

10 units 

5 units 

2 units 

2 units 
2 units 

2 units 

3 units 


5 3/3 inch A.P.I. Drill collars. 28 Ft. 
hi inch A.P.I. Drill collars 

5 ?A6 inch A.P.I. Drill collars 

6 5/8 inch A.P.I. Drill collars 
Drill stems hi inch 

Different sizes "Hughes" or Security rode bits (three and four 
cone bit) 

Martin Decker Sestlite Recording drilling control for steam rigs, 

Martin Decker Sestlite Recording drilling control for Diesel 
Engine Rigs 

Ho 30-S Diesel Engine Rig mounted on ?| ton Linn half track 

H-BC Double Drum Hydsair I deco Servicing Units powered by 
G.M. 155 hp Diesels mounted on 7| ton Linn half track or trucks. 

Gardner Denver 7j| x 12 slush pump units complete with General 
Motors 155 hp Diesel 

Clark or Ingersoll Rand Right Angle 2QC hp — 2-- stage compressor 
engines 

Claras Portable Skid mounted, midget angle 75 hp, compressor 
engines 

^Halliburton 2 * * * * * * * * 11 electrolog 5 complete installation and equipment 
for electric coroo All mounted on truck 

t? Halliburton 1 1 complete cementing trucks 

,, Sotco n hs inch fishing hook 

f, Sotoco w 5 9/15 inch fishing hook 

Bash Ross drill pipe cutter for UJ inch drill pipe (for cutting 
interior) 


2 units Bash Ross drill pipe cutter for 5 9/1 6 inch pipe 

Bash Ross drill pipe cutter for cutting exterior drill pip® 

0 units Eastman single shot surveying instrument 


■\U units Kastman multiple shot surveying instrument 

X set Howco formation tester 

X unit Howco Echonometer 


Bash Ross model n E** Power Shrivel with planetary gear driVe 

Electric motors ^estinghouse” for HillcLrive. One 100 Kw* one 

>0 KWo 50 per/sec., together with resistances and switchboxes 

and starters. 
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k units ’’Westinghouse" Electric Motors 150 Kw c $Q per/seco for slush 
pumps with resistances, switchboxes and starters* 

2 units "Westinghouse" Electric Motors 250 Kw. 500 volt, together with 
resistances and necessary starting apparatus * 
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